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    It was a typical day in New York City for Jake, a fourteen-year-old boy with short brown hair and blue eyes. He wore his favorite red jacket and jeans, ready for another ordinary day.
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But suddenly, the sky grew dark and ominous clouds gathered. Jake looked up and felt the first drops of rain. However, this was no ordinary rainstorm.
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The raindrops transformed into propane tanks falling from the sky! Jake's eyes widened in terror as the tanks exploded upon impact with the ground.
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Jake dashed for cover, racing into a nearby alley. Every step was a fight for survival as more tanks rained down, each explosion shaking the ground beneath his feet.
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In the alley, Jake noticed a strange glowing device. 'What is this?' he wondered as he picked it up. The device seemed to be connected to the storm.
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Suddenly, a hologram appeared from the device. It was a scientist who explained that he accidentally created the storm while experimenting with energy sources. He needed Jake's help to stop it.
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Jake nodded determinedly. 'Tell me what I need to do,' he said. The scientist instructed him to find a control panel on top of the Empire State Building.
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With the device in hand, Jake braved the storm and headed towards the Empire State Building. The city was in chaos, but he moved with purpose, dodging explosions and falling tanks.
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Finally, Jake reached the Empire State Building. He climbed the stairs, each step echoing with the sounds of the storm outside. At the top, he found the control panel.

      

[image: 9.png]
      
Jake inserted the glowing device into the control panel. The entire building lit up as the device activated. The storm outside began to subside, and the falling tanks stopped.
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Relieved, Jake watched as the skies cleared and the city slowly returned to normal. He had saved New York City from the storm of falling propane tanks.
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The hologram of the scientist appeared again. 'Thank you, Jake,' he said. 'You were brave and quick-thinking. The city owes you a great deal.'
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Jake smiled. 'Anytime,' he said. He headed down the stairs, ready for a well-deserved rest. The storm was over, and the city was safe once more.
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